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PAGE 01 MONROV 07782 291749Z 

44 

ACTION PM-04 

INFO OCT-01 AF-06 ISO-OO DOTE-OO CIAE-00 INR-07 NSAE-00 

DODE-OO /018W 

052378 

R 291621Z DEC 75 
FM AMEMBASSY MONROVIA 
TO COGARD ONSOD WASHDC 
INFO SECSTATE WASHDC 8396 

UNCLAS MONROVIA 7782 

EO 11652: N/A 

TAGS: MARR, ELEC, LI 

SUBJ: MONITOR AND HELIX LOCATIONS 

REF: A. ONSOD 400 LTR OF 12 DEC 1975 

1. SURVEY INDICATED IN REF A HAS BEEN COMPLETED BY LANDS AND MINES 
AND RESULTS HAVE BEEN FORWARDED TO DMA/DMAHC. I NOTED AN ERROR IN 
TRANSCRIBING BETWEEN FIELD NOTES AND THE CHART, RELATIVE TO THE 
LOCATION OF THE MONITOR SITE ANTENNA. THE GRID REFERENCE FOR THE 
ANTENNA SHOULD BE N 710472.28 NOT 710747.50 AS STATED. 

2. FROM L & M'S FIELD NOTES I CALCULATE THE AZ AND DISTANCE 
FROM 20122 TO MONITOR ANTENNA AS: 395.897 METERS, 132 DEG 
35 MIN 07 SEC. 

AZ AND DIST FROM 20123 TO HELIX BUSHING AS: 625.813 METERS, 

132 DEG 05 MIN 50 SEC. AZ IS WITH REFERENCE TO TRUE NORTH. 

3. PLEASE NOTIFY COGNIZANT PEOPLE AT DMA OF THE ABOVE ERROR. 

ALSO. NORTH DIRECTION ARROW IS POINTING EAST. 

BEAN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, MILITARY EQUIPMENT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 DEC 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MONROV07782 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750449-0065 
From: MONROVIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 28/aaaaagqz. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 DEC 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 DEC 2003 by MaustMC>; APPROVED <21 JAN 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MONITOR AND HELIX LOCATIONS 
TAGS: MARR, ELEC, LI 
To: CG 
Type: TE 
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